From:  McClain-Vanderpool,  Lisa 

Location:  [ Nonresponsive  Conference  Code 

I mporta  nee : "Normal 

Subject:  FW:  Gold  King  Mine  daily  press  check  in 

Start  Date/Time:  Tue  8/11/2015  3:00:00  PM 

End  Date/Time:  Tue  8/11/2015  3:30:00  PM 


Original  Appointment 

From:  Lee,  Monica 

Sent:  Monday,  August  10,  2015  1:14  PM 

To:  Lee,  Monica;  Hart,  Daniel;  Smith,  Roxanne;  Orquina,  Jessica;  Daguillard,  Robert;  McClain- 
Vanderpool,  Lisa;  Davis,  Tim;  Morin,  Jeff;  Abrams,  Dan;  Smith,  Paula;  Zito,  Kelly;  Gray,  David; 
Faulk,  Libby;  Higuchi,  Dean;  Harrison,  Melissa;  Purchia,  Liz;  Keener,  Bill;  Mylott,  Richard 
Cc:  Colaizzi,  Jennifer  C.;  Hull,  George;  StClair,  Christie;  Fried,  Becky;  Hunter-Pirtle,  Ann;  Davis,  Jay 
Subject:  FW:  Gold  King  Mine  daily  press  check  in 

When:  Occurs  every  day  effective  8/11/2015  from  11:00  AM  to  11:30  AM  (UTC-05:00)  Eastern 
Time  (US  & Canada). 

Where: 


Nonresponsive  Conference  Code 


Original  Appointment 

From:  Lee,  Monica 

Sent:  Monday,  August  10,  2015  3:14  PM 

To:  Smith,  Paula;  Kelly  Zito  (ZITO.KELLY@EPA.GOV);  David  Gray  (gray. david@epa, gov);  'McClain- 
Vanderpool,  Lisa';  Faulk,  Libby;  Higuchi,  Dean;  Harrison,  Melissa;  Purchia,  Liz;  Keener,  Bill; 

Mylott,  Richard;  Kelly  Zito  (ZITO. KELLY@EPA.GOV);  David  Gray  (gray.david@epa.gov);  'McClain- 
Vanderpool,  Lisa' 

Cc:  Colaizzi,  Jennifer  C.;  Hull,  George;  StClair,  Christie;  Fried,  Becky;  Hunter-Pirtle,  Ann;  Davis,  Jay 
Subject:  Gold  King  Mine  daily  press  check  in 

When:  Occurs  every  day  effective  8/11/2015  from  11:00  AM  to  11:30  AM  (UTC-05:00)  Eastern 
Time  (US  & Canada). 

Where: 


Nonresponsive  Conference  Code 


The  press  folks  from  HQ,  R6,  R8,  and  R9  will  do  this  check  in  each  morning  to  discuss  key 
messages  for  the  day,  agenda  for  the  daily  press  call,  website  updates,  etc. 

Please  add  anyone  I've  left  off. 
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